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Coniiguration.~ - 1 & A-2 
‘Factory “Mairitetiance Spares and | 


Depat Purchase Requests. 
re ‘This list consists ef: (4) Line Item - . This number applies to this liat ouly. : 


Part Number - Hycon Drawing Number 


Des. ription ~ Drawing Tithe or Purchase Pare List Descrtpt:on 
Modei Used On - This will indicate the specific major cor ApOREn ES) 
ou which the line item is-used. 0-5 
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Mig. Cataleg, Type Saar: aetae 
Ousariity : _ 25X1A9a 
(3} Depot ‘Parchase Request - {t} Indicates requests frou 
Se seat» { ‘Indicates requests frown 
(ob) Factory Maint. Stores - . Th 18 indicates quantities for use.) 
em Factory M & O and ffeld seyuccer on 
generated by the factory 


a 2 


{c) Total - Quantities of fa) plus (b) 


Unit Price . ae: : ak 
3 : These pric 2s apply only for this reviaies of the |. s' 
me C and only for the quantities indicated... 
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Be bape, Sa ee are ese baptian ry wer Spree 
J-1 | 362 | 730155-151 | "O" Ring 3/32 x 9/16 x 3/4 | A-2 {Plastic Rubber Prod- 
Silicone Rubber; 40 shore ucts Co, #1023-40 J 
yy. _ | 
J=2 | 292 | 737537-11 Plate - Aperture F-11 HS-731 waz | 
i | ! 
J-3 | 293 | 737537-16 Plate - Aperture F-16 HS-73) i} o | 10 1) 8. 48 84.80 
J-4 | 363 | 735730-1 "El Sling Assy. (A-2) A-2 jI-1 | 0 ;“CP) | 454.69 | 454.69 
! 
J-5 | 364 1 735736-1"A' Sling Assy. (A-1) a-1 | ey ae (CD 436.85 | 873.70 
J-6 | 365 |735739-1"D"l Sling Assy. (A-1) A-1 1-2 | 0 | C4) 482.76 | 965.52 
| | i 
J-7 #366 | 731444-A Counter Assy HC -730 | l-10] 0} | GFE Y 
| | | 46.09 | 460.90 
t. { 
J-8 [329 }731251-B Spring, Clutch and Brake {|HM-732 1-20 | 80 (C1095 GFE # | 
i 1.14 | 114,00 
g-9 $123 1731174-B Coupling-Overload Release |HR-731 -24, of 24 | opry 
3 | * 3.40 | 81.60 
‘ : 
S| -¢ <3 
i 
gs: | Sanitized - Approyed For Release}: | | 
E mi CIA-RDP81B00879R000500090016-5 ¥ 


a Sanitized - Approved For Reldase 


Date 30 June 1958 — a He 
CIA-RDP81B00879RO0dS00090016-8 ° 


List No. 1 BBR 5 6 KS Sa ce! /Spr- 
TO ~ ~ = aie Quantit. a 
Line . Mode: * = = 5 : 
Item « Used Mie. Catatog Type [22 Nt Total 
Rev. P No. Part No. Description On or Spec. Number a é. 2 o Price 
J-)%} 367 } 731442-NC J Spacer, HC-730 Counter HC-730 54. 00 
J-114274 737538-F \ Q¥SOrin:, Shutter Cam Operating HS-731 {I-60}; 0 iS > 1.87 112.20 
3,417.45_ 
uy) 
iv 
Sanitized - Approved For}Release . : 


CIA-RDP81B00879R000500090016}5 


